t [[VERSITE CONCORDIA ge ee eae 
CONCORDIA UNIVERSITY Telephone (514) 848-4880 


PLEASE POST 


Interim Director of Public Relations Appointed 


March 28, 1986 --- Dr. Monique Jérome-F orget, Vice-Rector (Institutional 
Relations and Finance), is pleased to announce the appointment of Lucie Beauchemin as 


Interim Director of Public Relations effective April 1, 1986. 


Ms. Beauchemin, Advisor to the Office of the Rector (Communications), has been 
appointed interim director for a six-month period. She replaces Ken Whittingham, who 
has held the post since November, 1984. Mr. Whittingham will remain with the Public 


Relations Department as Assistant Director. 


A former Concordia student and employee, Ms. Beauchemin has held several 
positions in the Québec government, most recently at the Treasury Board, the Ministry 
of Education, and the Ministry of Higher Education, Science and Technology. She also has 
extensive administrative and public relations experience in the private sector, both in 
Montréal and abroad. 
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